
D. Communications Warning Protection 


1. Radio 






ANNEX B 


WARN IN 




d. Heat, Cold, Snow, Ice, Drought 

1) Sites are equipped with heating and cooling systems, and are 
maintained by personnel site during inclement weather. 






Appendix 2 to Annex A 

EMERGENCY NOTIFICATION 
MATRIX 


Emergency Situation Departments to be Individuals to 

be 

Notified Notified 



Extreme Heat/Cold 


All Departments 


Liaisons 































